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Proposed Baffle Piers to prevent erosive action 
of water from Spillway 








—— DETAIL OF BAFFLE PIERS. __ 
Scale of Feet 


1 6 0 1 2 3 4 




















5 
ot ny 
io 
\re 
oe 
pre 








EI.4090 


4080 


4070 


4060 


4050 


4030 


4020 
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BOW RIVER POWER AND STORAGE SURVEYS 
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Ze ae PLAN AND DETAILS 
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CALGARY POWER CO PLANT 
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